ETag: "844b7f05c6045169b83c7e481cecf105"
accept: */*
authorization: LOW jGtgXt7sQMGnWmMf:REDACTED_BY_IA_S3
content-length: 101298
expect: 100-continue
host: s3.us.archive.org
user-agent: curl/7.19.7 (x86_64-pc-linux-gnu) libcurl/7.19.7 OpenSSL/0.9.8k zlib/1.2.3.3 libidn/1.15
x-archive-auto-make-bucket: 0
x-archive-ignore-preexisting-bucket: 1
x-archive-meta-call--number: gutenberg etext# 20967
x-archive-meta-contributor: Project Gutenberg
x-archive-meta-description: Book from Project Gutenberg: A Guide to Peterborough Cathedral  Comprising a brief history of the monastery from its foundation to the present time, with a descriptive account of its architectural peculiarities and recent improvements; compiled from the works of Gunton, Britton, and original & authentic documents Library of Congress Classifications: DA, NA Note: The New Guide to Peterborough Cathedral
x-archive-meta-language: eng
x-archive-meta-licenseurl: http://www.gnu.org/licenses/gpl.html
x-archive-meta-mediatype: texts
x-archive-meta-rights: Public domain in the USA.
x-archive-meta-source: http://www.gutenberg.org/ebooks/20967
x-archive-meta-subject: Peterborough Cathedral -- Guidebooks
x-archive-meta-title: A Guide to Peterborough Cathedral  Comprising a brief history of the monastery from its foundation to the present time, with a descriptive account of its architectural peculiarities and recent improvements; compiled from the works of Gunton, Britton, and original & authentic documents
x-archive-meta01-collection: gutenberg
x-archive-meta01-creator: Phillips, George S. (George Searle), 1815-1889
x-archive-meta01-creator-alias: Searle, January
x-archive-meta01-subject: Peterborough Cathedral -- History
x-archive-queue-derive: 0
x-upload-date: 2011-07-18T05:51:01.000Z
